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GRADUATE DEAN REAPPOINTED 


Dr. Stanley G. French, currently on sabbatical leave in France, has been reappointed Dean 


of Graduate Studies at Concordia University for a second five year term at Concordia. 


Dr. French, who at one time was chairman of the Department of Philosophy, is now winding up 


work at the Institute of Inter-cultural and Inter-ethnic Research at the University of Nice. 
His appointment, made after a review of candidates by search committee, takes effect June dhe 


Concordia, one of the largest graduate schools in the country, has pioneered in the area of 


part~time graduate study. 


Dr. French was the first person to hold the post of graduate dean at Concordia. 


Sep 


Joel McCormick 
University Editor 
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Le 2 mars 1976 


REELECTION DU DOYEN DES ETUDES SUPERIEURES 
Le Dr. Stanley G. French, présentement en congé sabbatique en France, a été réélu Doyen 
jes Etudes Supérieures 4 l'Université Concordia pour une seconde période de cing ans a 


toncordia. 


4, French qui a été auparavant directeur du Département de Philosophie, termine son travail 


l'Institut de Recherche Inter-culturel et Inter-ethnique de l'Université de Nice. 


ja nomination est effective a4 partir du ler juin. 


Joncordia, 1'une des plus importantes écoles d'études supérieures, est 4 l'avant-garde dans 


~ 


e domaine des @tudes supérieures a4 temps partiel. 


ve Dr. French a @6té la premiére personne 4 avoir été nommée au poste de Doyen des Etudes 


r pat x * 
tupérieures a Concordia. 


Joel McCormick 
Rédacteur 


